L 


W 


T 


FR3706 POLYURETHANE FOAM 


AX-3110 FIBERGLASS 1 PLY LAYER 


AX-3110 FIBERGLASS 1 PLY LAYER 


NOTES: 
1) MATERIAL: PER FIGURE 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: N/A 
6) IDENTIFICATION: IDENTIFY WITH DART P/N "D5033-X" & DART B/N PER DART QSI 044 6.1 
7) WEIGHT: SEE TABLE 
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T 
WEIGHT 
(lbs) 
D5033-1 
RIGID POLYURETHANE FOAM 
ACP COMPOSITES 
LP-FC125-FG1-9 
PER FIGURE 
48 
96 
0.125 
1.97 
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